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Public Works & Electricity (Electricity A ) Department 

NOTIFICATION 


No. 12370 / ELA3/80 / PW & E . 

Dated , Trivandrum , 11th April , 1980 . 
S.R.O.No. 380 / 80. - In exercise ofthe powers conferred by sub -section 
(1 ) of section 36 of the Indian Electricity Act, 1910, ( Central Act 9 of 1910 ) 
the Government of Kerala hereby appoint Sri G. Ravindran Nair , Deputy 
Chief Electrical Inspector to be an Electrical Inspector with jurisdiction over 
the whole of the State of Kerala including Licensee areas and accordingly 
make the following amendment to the Notification issued under No. 
32324 /ELA3 /79 /PW & E i dated the 13th August, 1979 and published as 
S. R.O.No. 1033/79 in thc Kerala Gazette No. 37 dated the 18th September 
1979 ; namely : 


AWENDENT 


In the schedule to the said Notification I 


( 1) for the entry " Shri K. W. Induchoodan " under column ( 1) 
against item 2, the following shall be substituted , namely : 

“ Sri G. Ravindran Nair ” , 
33 / 1427 /MC 


2 . 


(2 ) item 5 and the entries against it in columns (1), (2 ) and (3 ) shall 
bo omitted . 


By order of the Governor , 


T. V. SWAMINATHAN , 
Commissioner & Special Secretary to 

Government (Electricity). 


Explanatory Note 


( This note is not part of the notification , but is intended to indicate its 
general purport), 


Sub -section (1) of section 36 of the Indian Electricity Act, 1910 , empowers 
theGovernment to appointby Notification in the official Gazette duly qualified 
persons as Electrical Inspectors and every Electrical Inspector so appointed 
shall exercise the powers and perform the functions of an Electrical Inspector 
under the Indian Electricity Act, 1910 , within such area or in respect of such 
class of works and electric installations and subject to such restrictions as th : 
Governmentmay direct. As per G. O. Ms. No. 40/80/PW & E dated 6-3-1980 
Government have appointed Sri G. Ravindran Nair, Electrical Inspector 
Ernakulam as Deputy Chief Electrical Inspector in the place of Sri K. W. 
Induchoodan reverted to the Kerala State Electricity Board . Statutory 
Notification appointing him as Electrical Inspector in the place of Sri 
Induchoodan under the Indian Electricity Rules for the whole of the State 
has to be issued . This Notification is intended to achieve the above object . 


PRINTED AND PUBLISHED BY THE S. G. P. AT THE GOVERNMENT TRESS . 

TRIVANDRUM , 1980 . 


